DOCKETED ITEMS     105

8109030290 Notification of significant licensee meeting 91-105 w/util on 910909 to dis-
cuss motor operated valve program & NRG generic Itr 89-10 & suppl.
WHITE.J.R.  Region 1   (Post 820201). 91/08/21.  Region  1   (Post 820201). 3pp.
58952:322-58952:324.

9109270053 Forwards insp rept 50-354/91-15 on 910819-23.No violations
noted.Reviewed programs appear to be notable strengths within licensee overall radi-
ation protection program.

JOYNER.J.H. Region 1 (Post 820201). 91/09/13. MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey. 3pp. 59216:248-59216:258.

-9109270061 Insp rept 50*354/91-15 on 910819-23. No violations noted. Major areas
inspectedrintemal/externa! exposure controls program .including review of whole body
counting operations & calibr & respiratory protection issues.

MANNA,   PASCIAK.W.   Region   1   (Post   820201).   91/09/13.   8pp.   59216:251-
59216:258.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109200140 Advises that util 910820 submittal re licensee interpretation of reporting re-
quirements for thermal hydraulic stability acceptable.per Bulletin 88-07.
DEMBEK.S. Assistant Director for Region I Reactors. 91/09/16. MILTENBERGER.S.
Public Service Electric & Gas Co. of New Jersey. 3pp. 59156:266-59156:268.

9109250258 Advises that util 880923 response to NRC bulletin 88-008, meets require-
ments of bulletin & acceptable.

DEMBEK.S. Project Directorate I-2. 91/09/17. MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey. 8pp. 59201:339-59201:346.

9109270003 Forwards safety insp repts 50-272/91-22,50-311/91-22 & 50-354/91-18 on
910826-SO.No deficiencies or violations noted.

JOYNER.J.H. Region 1 (Post 820201). 91/09/17. MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey. 4pp. 59216:004-59216:014.

-9109270005   Safety  insp   repts   50-272/91-22,50-311/91-22   &   50-354/91-18   on
910826-30.No deviations or violations noted.Major areas inspected:radiological envi-
ron monitoring program,mat control.audits & meteorological monitoring program.
PELUSO.LA., JANG.J.C., BORES.RJ.  Region  1   (Post 820201). 91/09/16. 7pp.
59216:008-59216:014.

R. Periodic operating reports & related correspondence

9109090107 "Hope Creek Generating Station Semiannual Radioactive Effluent Release
Rept,Jan-June 1991." W/undated Itr.

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/06/30. 53pp.
59041:252-59041:304.

9109030159 Forwards semiannual fitness-for-duty performance data for 6-month period
ending 910630.

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/08/19. Document
Control Branch (Document Control Desk). 19pp. 58994:140-58994:158.

9109050036 Forwards discharge monitoring rept for Jul 1991 .Rept presents only ob-
served results of measurements & analysis required by EPA & State of NJ.
HAGAN.J. Public Service Electric & Gas Co. of New Jersey. 91/08/22. CAPORALE.G.
New Jersey, State of. 5pp. 58944:320-58944:342.

-9109050167 "Discharge Monitoring Rept for Jul 1991."

* Public Service Electric & Gas Co. of New Jersey. 91/07/31. 14pp. 58944:327-
58944:342.

9109230039 Monthly operating rept for Aug 1991 for Hope Creek Generation Station
Unit 1.W/910913 Itr.

ZABIELSKI.V., HOLLINGSWORTH Public Service Electric & Gas Co. of New Jersey.
91/08/31.12pp. 59175:289-59175:300.

S. Reportable

is, UERs & related correspondence

9109040133 LER 91-007-02:on 910505 & twice on 910706 filtration, recirculation & ven-
tilation sys units discovered inoperable during surveillance test.Caused by blown
heater control fuses.Blown fuses replaced.W/910828 Itr.

SMITH.DA, HAGAN.J.J. Public Service Electric & Gas Co. of New Jersey. 91/08/28.
11pp. 58981:174-58981:184.

9109050162 Suppl Special Rept 91-03-01 :on 910522,emergency diesel generator D
failed to start when manual start signal initiated from control room. Probably caused by
lack of fuel boostProcedures re fuel boost position switch revised.
HAGAN.J.J. Public Service Electric & Gas Co. of New Jersey. 91/08/29. Document
Control Branch (Document Control Desk). 2pp. 58998:351-58998:352.

9109200202 LER 91-017-00:on 910815.ESF actuation occurred re high pressure coolant
injection sys.Caused by equipment malfunction.Optic isolator card changed at next
scheduled HPCI sys outage.W/910912 Itr.

AVERSA.L, HAGAN.J.J. Public Service Electric & Gas Co. of New Jersey. 91/09/12.
6pp. 59195:076-59195:081.

V. Operator Examinations

9109270035 Extends invitation to attend power reactor operator license examiners/
training manager meeting in Region I on 911106-07. Meeting purpose is to provide
forum for discussion of various topics & issues re operator licensing function.
HODGES.M.W. Region 1 (Post 820201). 91/09/19. MILTENBERGER.S. Public Serv-
ice Electric & Gas Co. of New Jersey. 5pp. 59216:157-59216:161.

DOCKET 50-361 SAN ONOFRE NUCLEAR STATION, UNIT 2

F. Security, medical, emergency & fire protection plans

9109160018 Forwards insp repts 50-206/91-21,50-361/91-21 & 50-362/91-12 on
910708-12 & notice of violation.

YUHAS.G.P. Region 5 (Post 820201). 91/08/28. RAY.H.B. Southern California Edison
Co. 3pp. 59096:332-59096:346.

-9109160048   Insp  repts  50-206/91-21,50-361/91-21   & 50-362/91-21   on 910708-
12.Violations noted. Major areas inspected:personal dosimeter program.radiologica!
survey program.health physics & chemistry staffing & occupational exposures.
CARSON.LC. Region 5 (Post 820201). 91/08/28. 11pp. 59096:336-59096:346.

P. Operating license stage documents & correspondence

9109030277 Notification of contract execution.task order 10: "NDE Support at San
Onofre Nuclear Power Plant," awarded to TET.Inc.

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN L-
14741. 91/08/12. SCHWINK.W.S. Office of Nuclear Reactor Regulation, Director
(Post 870411). MODES.M., CHAMPION.T. NRC - No Detailed Affiliation Given. 1p.
58944:248-58944:250.

-9109030283 Ltr Contract NRC-03-90-028,awarding task order 10, "NDE Support at
San Onofre Nuclear Power Plant," under contract.

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-14741. 91/08/06.
PAYNE.D. Thompson Engineering Testing, Inc. (formerly Vester J. Thompson, Jr.,
Inc.). 2pp. 58944:249-58944:250.

9109040318 Notifies that one exception to administrative controls commitment.dtd
900511,to maintain on train of spent fuel pool needed.

ROSENBLUM.R.M. Southern California Edison Co. 91/08/26. Document Control
Branch (Document Control Desk). 2pp. 58954:054-58954:055.

9109040204 Forwards Amend Applications 103 & 93 to Licenses NPF-10 & NPF-
15,respectively,revising TS Tables 4.3-1 re reactor protective sys surveillance require-
ments & 4.3-2 re ESFAS instrumentation.

RAY.H.B. Southern California Edison Co. 91/08/30. Document Control Branch (Docu-
ment Control Desk). 3pp. 58954:162-58954:211.

-9109040209  Amends  Applications   103   &  93  to  Licenses   NPF-10  &  NPF-15,
respectively,revising TS Tables 4.3-1 re reactor protective sys instrumentation surveil-
lance requirements & 4.3-2 re ESFAS instrumentation.
RAY.H.B. Southern California Edison Co. 91/08/30. 14pp. 58954:166*58954:179.

-9109040211 Proposed Tech Spec Tables 4.3-1 re reactor protective sys instrumenta-
tion surveillance requirements & 4.3-2 re ESFAS instrumentation.

* Southern California Edison Co. 91/08/30. 32pp. 58954:180-58954:211.

9109100021 Forwards proposed changes to NPDES permit.to include periodic discharge
of two add! chemicals (Morpholine & Ethylenediamine tetraacetic acid).
ROSENBLUM.R.M. Southern California Edison Co. 91/09/04. Document Control
Branch (Document Control Desk). 21pp. 59052:035-59052:055.

9109200176    Forwards    amends   98   &    87   to    licenses    NPF-10    &   NPF-15,
respectively.Amends add surveillance  requirement to TS 3/4 5.2 which would
venfy.every 12 reposition of containment emergency sump isolation valves.
KOKAJKO.LE. Project Directorate V. 91/09/05. RAY.H.B. Southern California Edison
Co. COTTON.G.D. San Diego Gas & Electric Co. 3pp. 59164:070-59164:090.

-9109200193 Amends 98 & 87 to licenses NPF-10 & NPF-IS.respectively, adding sur-
veillance requirement to TS 3/4 5.2 which would verify.every 12 reposition of contain-
ment emergency sump isolation valves.
DYER,J.E. Project Directorate V. 91/09/05.16pp. 59164:073-59164:088.

-9109200272 Safety evaluation supporting amends 98 & 87 to licenses NPF-10 & NPF-
1 ^respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/05. 2pp.
59164:089-59164:090.

9109180135 Forwards response to NRC 910807 request for add! info re station blackout
analysis for facilities.Calculations E4C-017,Rev 0 & M-73-116,Rev 1 also encl.
ROSENBLUM.R.M. Southern California Edison Co. 91/09/12. Document Control
Branch (Document Control Desk). 13pp. 59127:260-59128:050.

-9109180140 Rev 0 to "125 Volt Battery DC Sys Sizing."
*   Southern  California  Edison  Co.  E4C-017  ROO.  89/08/17.

59127:300.

27pp.   59127:274-

-9109180142 Rev 1 to "Room Temp Response During Station Blackout."
SHLAFMAN,)., SISTOS.A.D, WHARTON.MA Southern California

116 R01. 90/05/21. 91pp. 59127:301-59128:050.

Edison Co. M-73-

9109260019 Notification of contract execution.mod 6,Task Order 12, "San Onofrejntake
Structure Evaluation," to "Technical Assistance in Support of NRC Licensing Activi-
ties." ContractorViking Sys Intl.

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN D-
17621. 91/09/18. SCHWINK.W.S. Office of Nuclear Reactor Regulation, Director
(Post 870411). THOMAS,B. NRC - No Detailed Affiliation Given. 1p. 59221:009-
59221:010.

-9109260072 Ltr contract NRC-03-87-028,mod 6,fully funding Task Order 12, "San
Onofrejntake Structure Evaluation," to "Technical Assistance in Support of NRC Li-
censing Activities."

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN D-17621. 91/09/18.
SALUJA.J. Viking Systems International. 1p. 59221:010-59221:010.

9109300175 Notification of 911002 meeting w/util in Rockville.MD to discuss details &
status of current & future licensing actions at plant.

KOKAJKO.LE. Project Directorate V. 91/09/19. DYER.J.E. Division of Reactor
Projects - IIMV.V (Post 901216). 4pp. 59243:212-59243:215.9082:349-59082:353.
